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specifications of 


American- Standard cabinets 


CONSTRUCTION American-Standard cabinets are con- 
structed from combinations of 16, 18, 20, 22, and 24 gauge 


furniture steel. 


SOUND-DEADENING Door and drawer fronts are %4” thick 
and sound-deadened. They close on rubber bumpers. Doors 
and drawer fronts are full size, presenting an unbroken, modern 


appearance without exposed stiles. 


HANDLES Handles are streamlined, of modern design and 
heavily chrome-plated. 


WALL CABINET SHELVES Shelves in all wall cabinets are 
adjustable on 1” centers except in AWC 5430U. 


BASE CABINET SHELVES All shelves in base cabinets are 
of the sliding type. The slides fastened to the edge of the shelf 
are 24 gauge, lead-covered steel (terne plate) sliding on 16 
gauge lead-covered steel (terne plate) guides for long wear 


and easy, silent operation. 


HINGES Hinges are concealed and are mortised into the 
cabinet supporting column. Doors open 105 degrees with pivot 


action. 


HANGER BRACKETS Hanger brackets, furnished with all 
wall cabinets, are made of 18 gauge steel, punched on 1” 


centers for easy mounting. 


RUST RESISTING TREATMENT All cabinets are Bonderized 


for rust resistance. 


FINISH The finish is the highest quality synthetic enamel 
applied immediately after the steel is treated for rust resistance 
and baked at the temperature prescribed by the enamel manu- 
facturer, giving cabinets a durable, glossy white finish. 
CONVERTIBILITY All American-Standard undersink and base 
cabinets (except ASC 42x25 A and ACD 27) are convertible, 
so that the position of shelves, concealed drawers, and exposed 
drawers may be interchanged easily. The doors may be re- 
moved from base cabinets, guides installed and drawers 
inserted, or vice versa. (See pages 27 and 28.) 

SUB-BASES Sub-bases are recessed 4” for toe space. 
CATCHES Catches are silent and positive. 


(All specifications in this catalog are subject to change without notice.) 


Copyright 1952, American Radiator & Standard Sanitary Corporation 
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base cabinets 






Key to catalog numbers: 
All American-Standard Base Cabinets are identified by a combination 
of letters and numbers. The letters AD and ACD designate the type of 


base cabinet. The number indicates the cabinet width (in inches) 
measured horizontally along the wall. Therefore, ACD 15 identifies the 
15” wide American-Standard Cupboard and Drawer Base Cabinet. AD 


or” 
oO 


18 identifies an 18” wide all-drawer base cabinet. R.H. indicates hinge 


ACD Cupboard and 
Drawer Base Cabinets 


(Single Door) 


Consists of one 6” deep 
drawer and cupboard below 
containing one sliding shelf. 


ACD 15 R.H. 
ACD 15 L.H. 
ACD 18 R.H. 
ACD 18 L.H. eae 
ACD Cupboard and 
Drawer Base Cabinets 


Consists of two 6” deep drawers with 
cupboards below. Each cupboard con- 
tains. one sliding shelf. 

ACD 30 


ACD 36 





ACD Cupboard and 
Drawer Base Cabinets 


(One Drawer and 
Two Doors) 


Consists of one 6” deep 
drawer and two-door cup- 
board below containing one 
sliding shelf. 


ACD 21 
ACD 24 
ACD 27 





ACD Cupboard and 

Drawer Base Cabinets 

Consists of two 6” deep drawers with a 
two door cupboard below each drawer. 
Each cupboard contains one sliding shelf. 


ACD 42 


ACD 48 








on right. L.H. indicates hinge on left. Please specify when ordering. 
American-Standard Base Cabinets are all 2414 inches deep and 3414 
inches high. 

Storage facilities in base and undersink cabinets (except ASC 
42 x 25 A) can be easily changed. Sliding shelves, shallow concealed 
drawers, and deep concealed drawers can be ordered separately. All 
sliding shelves and drawers fit the same drawer guides. 
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AD Drawer Base Cabinets 


Consists of two 6” deep drawers with a 
single door cupboard below the left- 
hand 6” deep drawer and two 12” deep 
drawers below the right-hand 6” deep 
drawer. Cupboard contains one sliding 
shelf. 


AD 30 








AD Drawer Base Cabinets | 
Consists of two 6” deep drawers with a 
baWZeMe lolol meat] >) ololelao Mot Mm t-M timo lile Mi Arde) 
12” drawers at the right. Cupboard con- 
tains one sliding shelf. 


AD 42 
AD 48 





AD Drawer Base Cabinets 


Consists of one 6” deep 
drawer with two 12” deep 
drawers below. 


AD 15 
AD 18 
AD 21 
AD 24 


ACBC Corner Base 
Cabinets 


Consists of two full-length 
doors, hinged at center, and 
one welded-in shelf. Can be 
used for right or left-hand ac- 
cess as desired. Minimum ex- 
posed space required is 13”. 
Installation is made by expos- 
ing one-half of cabinet plus 1”. 


ACBC 24 


ACBC 30 
ACBC 36 






wall cabinets 






Key to catalog numbers: 

All American-Standard Wall Cabinets are identified by a combination 
of letters and numbers. AWC designates an American-Standard Wall 
Cabinet. The first two numbers indicate the wall cabinet width (in 


inches) measuring horizontally along the wall. The last two numbers 
indicate the cabinet height (in inches) from top to bottom. Therefore. 
AWC 2130 identifies American-Standard Wall Cabinet 21” wide by 
30” high. R.H. indicates hinge on right. L.H. indicates hinge on left. 
Please specify when ordering. All American-Standard Wall Cabinets 
are 1314” deep. Shelves are 12” deep to accommodate large size dinner 


plates. 


AWC 30’ high Single 
Door Wall Cabinets 


Cabinet contains two shelves, 
adjustable on 1” centers. Built 
with a flange at top of back 
for hanging with special wall 
bracket which is included. 


AWC 1530 R.H. 
AWC 1530 L.H. 
AWC 1830 R.H. 
AWC 1830 L.H. 


AWC 30” high Double 
Door Wall Cabinets 


Cabinet contains two shelves, 
adjustable on 1” centers. Cabi- 
net is built with a flange at top 
of back for hanging with spe- 
cial wall bracket which is 
included. 

AWC 2130 

AWC 2430 

AWC 2730 

AWC 3030 

AWC 3630 


AWC 15” high Double 
Door Wall Cabinets 


Designed for use over refrig- 
erators, ranges or sinks where 
more headroom is necessary. 
Cabinet contains one shelf, ad- 
justable on 1” centers. Cabi- 
net is built with a flange at 
top of back for hanging with 
special wall bracket which is 
included. 
AWC 3615 


AWC 18” high Double 
Door Wall Cabinets 


Designed for use over refrig- 
erators, ranges or sinks, where 
more headroom is necessary. 
Each cabinet contains one 
shelf, adjustable on 1” centers. 
Cabinet is built with a flange 
at top of back for hanging 
with special wall bracket 
which is included. 


AWC 2118 
AWC 2418 
AWC 3018 
AWC 3618 
AWC 4218 

















ACWC 30” high 
Corner Wall Cabinet 


Cabinet contains two shelves, adjustable 
on 1” centers. Built with flange at top of 
back for hanging with wall bracket. 
Wall bracket included. A corner space 
of 25%"x25%”" is required for instal- 
lation. 


ACWC 25% R.H. ACWC 25% L.H. 





One-Piece Wall Cabinet 
with Utility Shelf 


The one-piece wall cabinet has two full 
length shelves welded in place. They 
role Miley mele f(Uicelo)(- Mm il-M olelt ayo) (ehumelile| 
6” utility shelf are also welded in place 
and are an integral part of the cabinet 
unit. Each cabinet is supplied with a one- 
piece, full length hanger bracket. 


AWC 5430 U 














utility cabinets 




















Broom and linen cabinets are made 84” high, including a 4” 
sub-base. Broom cabinets have two shelves, adjustable on 
1” centers. Offers storage space for brooms, vacuum cleaner 
and mops. Hangers are installed for dust cloths. Upper and 
lower doors for convenience and easy access. Available in 
18” width only but in two depths, 13%” or 24%”. Doors 
hinged left or right. (Specify when ordering.) 

AUC 13 L.H. AUC 24 L.H. 

AUC 13 R.H. AUC 24 R.H. 


To convert broom cabinet to linen cabinet, order— 


AUC 13 Shelves 
AUC 24 Shelves 


These shelves come packed in sets of three. Linen cabinet 
will then have five adjustable shelves, on 1” centers and a 
permanent bottom shelf for storage purposes. 








ASC 42x25 A 


This cabinet is for use with 
double compartment sinks and 
sink and tray combinations. An 
ideal low-priced cabinet for 
use with left or right-hand 
drainboard sinks. ASC 42x25A 
has a two door cupboard pro- 
viding ample storage space. 
It has no drawers or shelves 
and none can be added. Re- 
cessed front. 


ASC 42x25 (Standard) 


ASC 42x25 is made for left 
or right-hand drainboard 
sinks. Specify when ordering. 
Contains one 6” deep drawer. 
Single door cupboard below 
drawer. Double door cup- 
board under the sink. Recessed 
front. Designed for low-priced 
installations. 


ASC 42x25 C (Regular) 


Made for left or right-hand 
drainboard sinks. Specify 
when ordering. Contains one 
6” deep drawer with cutlery 
divider and linoleum bottom. 
Single door cupboard has a 
sliding shelf. Double door 
compartment below sink with 
wire utility basket mounted on 
the inside of one door. Re- 
cessed front. 

Also available in 22” under- 
sink cabinet ASC 42x22C 
(R.H. or L.H.) for use with 22” 
Utility Hostess sink and drain- 
board. 


ASC 42x25 D (Deluxe) 


This deluxe unit has one 6” 
deep drawer with cutlery di- 
vider and linoleum bottom. 
Two large 12” deep exposed 
drawers. The undersink com- 
partment has two doors with 
a wire utility basket installed 
on the inside of the left-hand 
door. Made for left or right- 
hand drainboard sinks. Spe- 
cify when ordering. Recessed 
front. 
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undersink cabinets 


Key to catalog numbers: 
All American-Standard Undersink Cabinets are identified by a com- 


bination of letters and numbers. The letters ASC designate an Ameri- 
can-Standard Undersink Cabinet. The first two numbers indicate the 
width of the undersink cabinet (in inches) measuring horizontally 


along the wall. The last two numbers indicate the depth of the under- 


























sink cabinet from front to back. Therefore, ASC 54 x 25 identifies an 
American-Standard Undersink Cabinet which is 54” wide and 25” deep. 

All undersink cabinets illustrated are 2414” deep. Also available 
are 22” deep undersink cabinets in the following widths: 60’, 54’, and 


42”. 


All American-Standard Undersink Cabinets are 3414” high. 


The ASC 54x25 (Standard) cabinet has 


two 6” deep drawers with single door 


ASC 54x25 (Standard) cupboards below each drawer. The un- 


dersink compartment has two doors with 
recessed front. Designed for low-priced 
installations. 
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This deluxe unit has two 6” deep drawers, one with 
cutlery divider and linoleum bottom. Under the right- 
hand 6” deep drawer are installed two 12” exposed 


ASC 54x25 D drawers. Under the left-hand 6” deep drawer is a 


(Deluxe) 


single door cupboard with a sliding shelf. The under- 
sink compartment has two doors with a wire utility 
basket installed on the inside of one. 


ASC 54x25 C 
(Regular) 





Consists of two 6” deep drawers with a single door 
cupboard below each drawer. The undersink com- 
partment has two doors with recessed front. One 6” 
deep drawer contains a cutlery divider and linoleum 
bottom. The single door cupboards each contain one 
sliding shelf. A wire utility basket is installed on the 
inside of one undersink compartment door. 

Also available in 22” undersink cabinet ASC 54x22 
C for use with 22” Utility Hostess sink with double 
drainboard. 
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ASC 60x25 C has two 6” deep drawers. In the right- 
hand 6” deep drawer is installed a cutlery divider 
and linoleum bottom. Beneath each 6” deep drawer 
is a single door cupboard containing a sliding shelf. 


ASC 60x25 C The recessed undersink compartment has two doors. 


(Regular) 


On the inside of one is installed a wire utility basket. 
Also available in 22” undersink cabinet ASC 60x22 C 
for use with 22” Utility Hostess sink with double 
drainboard. 

















ASC 60x25 D (Deluxe) 


_ This deluxe unit has two 6” deep drawers. 
In one is installed a cutlery divider and lino- 
leum bottom. Below the right-hand 6” deep 
drawer, there are two 12” deep exposed 
drawers. Under the left-hand 6” deep 
drawer is a single door cupboard contain- 
ing one sliding shelf. The recessed undersink 
compartment has two doors. On the inside 
of one is installed a wire utility basket. 


ASC 66x25 C (Regular) 


This cabinet has two 6” deep drawers. In 
one is installed a cutlery divider and lino- 
leum bottom. Cupboards below the 6” deep 
drawers have single doors and a sliding 
shelf installed in each. The recessed under- 
sink compartment has two doors, with a wire 
utility basket installed on the inside of one. 


ASC 66x25 D (Deluxe) 


This deluxe unit has two 6” deep drawers. 
In one is installed a cutlery divider and lino- 
leum bottom. Below the right-hand 6” deep 
drawer are installed two large 12” deep 
exposed drawers. The cupboard on the left, 
under the 6” deep drawer, has a single 
door and one sliding shelf. The recessed 
undersink compartment has two doors, with 
a wire utility basket installed on one. 


























ASC 72x25 C (Regular) 


The ASC 72x25 C (Regular) cabinet has two 
6” deep drawers. In one is installed a cutlery 
divider and linoleum bottom. Under each 6” 
deep drawer is a single door cupboard con- 
taining one sliding shelf. The recessed under- 
sink compartment has four doors. A sliding two- 
bar towel rack and two sliding vegetable 
baskets are installed in the undersink compart- 
ment. A wire utility basket is located on the 
inside of the left-center door. 


ASC 72x25 D (Deluxe) 


This deluxe unit has two 6” deep drawers. In 
one is installed a cutlery divider and linoleum 
bottom. Under the left-hand 6” deep drawer, 
there is a single door cupboard containing one 
sliding shelf. Under the right-hand 6” deep 
drawer there are two large 12” deep exposed 
drawers. The recessed undersink compartment 
has four doors. A sliding two-bar towel rack 
and two sliding vegetable baskets are installed 
in the undersink compartment. A wire utility 
basket is located on the inside of the left- 
center door. 


Sink fronts are designed for installation with 
adjoining cabinets on either side. They are an 
economical substitute for an undersink cabinet. 
Sink fronts are particularly adaptable to flat 
rim sink installations where a continuous counter- 
top is being used. No shelves or drawers can 
be used. Shipped with bottom plate attached 
unless otherwise specified. 


ASF 24 
ASF 30 
ASF 36 
ASF 42 


base cabinets 


wall cabinets 


cabinet dimensions 


undersink cabinets 


undersink cabinets 


ACBC 24 


ACBC 30. ACBC 36 _~ 
{shown} 
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AUC 33 {LH} AUC 43 {8.4} 
AUC 24 {LH} AUC 24 {R.H.) 
B44” Hx 18° Wx 13%" D 
84° Hx 1B" W x 2414" D 














cabinet 
accessories 


Slicing Board 

American-Standard slicing board constructed of fin- 
est quality hardwood. Electronically glued and im- 
pregnated with paraffin in infra-red ovens for easy 
cleaning. Slicing boards are rabbeted to rest on the 
edges of the drawer. Made in 15” (X 101) and 18” 
(X 102) sizes to fit drawers in base or undersink 


cabinets. 
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Bread or Cake Box 
Manufactured in easy-to-clean lustrous metal with a 
“sliding-in-groove’ top that is perforated for proper 
ventilation. Furnished in two sizes to fit sliding drawers 
or shelves of American-Standard Undersink Cabinets 
or 15” and 18” base cabinets. 
Size of box for 15” drawer or shelf: (X 108) 

10%” wide x 8%" high x 19” long. 
Size of box for 18” drawer or shelf: (X 109) 

13%” wide x 8%” high x 19” long. 


American-Standard offers a wide variety of work-saving 


accessories to make the modern kitchen a more convenient 
place to work. These low-cost kitchen accessories require little 
space but do a big job of highlighting any kitchen installation. 

No kitchen is really personalized without such useful 
accessories to ease the homemaker’s daily chores and provide 
storage space for many specialized kitchen items. You can 
supplement the basic storage units and customize all of your 


kitchen installations by including this complete line of smartly- 
styled accessories in your kitchen plans. 


Flour Sifter or Sugar Dispenser 

This large capacity dispenser holds ten pounds of 
flour. Constructed of lustrous metal, the dispenser 
slides in and out for easy access. Designed to fit 
wall cabinets 15” wide or larger. 10” wide x 10” 
deep x 9” high. (X 103) 


Cutlery Divider 

Contains four roomy compartments, lined with easy- 
to-clean linoleum. Can be installed in the 6” deep 
drawers of any 15” or 18” American-Standard Base 
Cabinets. It can also be installed in any 6” deep 
drawer of American-Standard Undersink Cabinets. 
Installation is accomplished by insertion of a single 
sheet metal screw into a factory punched hole.15” size 
(X 110) and 18” size. (X 111) 
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Wire Utility Basket 

This strong utility basket is made of welded steel 
wire with durable electroplated finish. Ideal for 
storage of packaged soap chips. Can be installed 
on any cupboard door under the sink. Size: 72” 
long x 33%” deep x 412” high. (x 104) 











Flour, Sugar or Meal Boxes 

Two storage boxes are designed to fit on sliding 
shelves of 15” wide base cabinets or sliding shelves 
of undersink cabinets. Easy-to-clean lustrous metal. 
Easily accessible, each box has a capacity of 18 Ibs. 
of flour. 5Y%e” wide x 8%” high x 20%” long. Sold 
in pairs only and packed two to a carton. (X 112) 


Condiment Rack 

For use in wall cabinets for easy accessibility and 
storage of small packaged condiments. Made of 
heavy electroplated wire, with four rubber feet to 
protect the surface of cabinet shelves. Size: 10” wide 
x 84%" deep x 734" high. (X 105) 
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Fruit or Vegetable Basket 

Strong construction of heavy metal with rolled edges 
for strength and safety. Adequately perforated for 
ventilation. These baskets for storage of dry fruit 
and vegetables are usually placed in cupboard 
compartments of undersink cabinets. Size: 72” wide 
x 72" high x 21” long. Sold in pairs only. Packed 
two to a carton. (X 113) 


Maple Counter Tops 

Constructed of hard Maple, carefully dried and 
conditioned in modern, dry kilns. Electronically glued 
—accurately milled—sealed against moisture. 1/2” 
thick. Back-splashes are 1” thick and 4” high. 

Sizes: x25 8 C2 OE? Lex 2 4 eX) 
“L"" shaped Maple Counter Top for corner: 26” 
x26"x25". This top requires a space of 26” 
along each wall, measured from the corner. It is 
25” deep from front to back, matching the depth 


of adjoining counter-tops or cabinet sinks. 


Tray Rack 

Furnished with three compartments for ample tray 
storage. Constructed of heavy gauge steel with safety 
rolled edges. Suitable for use in all base cabinets, 
but particularly recommended for ACD 15. (X 106) 











Composition Shelf Covering 

Lightweight linoleum, to cover shelves and drawer 
bottoms in wall and base cabinets. Serves as a 
cushion for dishes, etc., and preserves the finish on 
the shelves and drawer bottoms. Shelf covering is 
removable for easy cleaning. This material is cut to 
size of cabinets. Furnished in color on hand at time 
of shipment. (X 114) 
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Sliding Towel Bar 

Double glass rod towel bar glides in and out with 
the touch of a finger. For factory installation in any 
242" deep undersink cabinet except ASC 42x25 A. 
(X 107) 








What-Not Shelves 

What-not shelves add the final touch to a well- 
designed kitchen. The three beveled and polished 
plate glass shelves are easily removed from the 
gleaming white steel corner shelf supports. Overall 
measurements are 634” wide x 12%” deep x 30” 
high. Glass shelf dimensions 742” thick x 116” x 5'%Ae". 
Packed two to a carton. Sold in pairs only. (X 115) 
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operation 


Scrape waste in drain opening. 
Place safety-top control in drain 
opening. Set to “On”. Turn on cold 
water. 

Waste is immediately flushed into 
the shredding compartment. 
Flywheel, aided by impellers (E) 
throws waste against shredding 
elements (F), then against strain- 
ers (G). 


. Shredded particles are flushed 


away. The flushing action keeps 
drains clean. 

Powerful motor disposes of waste 
in a matter of seconds. 







COLD WATER 
LINE 


FLOW 
INTERLOCK 
ACCESSORY 


PLUGGED 
OPENING FOR 
DISHWASHER 
DRAIN LINE 
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NOTE: Flow interlock and electrical 
outlet box may be installed 
in basament, if desired 


installation 
Outlet designed for 11%” slip-joint 
connection to “P” or “S" type trap, in 
accordance with local plumbing code. 
Can be rotated to any position for 
easy connection. 


Use drainage-type fittings. Avoid 
grease traps. Drain lines must slope 
not less than 4” per foot. 


If any deviations from the specifica- 
tions stated herein become necessary, 
alternate materials or specifications 
will be fully adequate to maintain the 
performance described in this cata- 
logue sheet. 


FLOOR 


American-Standard 


disposer 








Model D1 


(Available August 1, 1952) 
specifications 


Listed by Underwriters’ Laboratories, Inc. 
Over-All Dimensions— 87%” Wide x 11” Deep x 18%6” High 


Finish—Harbor Blue enamel body with chromium-plated sink 
flange 


Net Weight—60 Ibs. 
Shipping Weight—Approximately 63 Ibs. 
Sink Connection—For 32” to 4” opening. 


Sink Adapter Fitting—Special kit permits installation in non- 
standard sinks, with drain openings over 4” and up to 5%”. 
Order separately. 


Drain Connection—Can be rotated to any position for slip- 
joint connection to conventional 12” ‘“P” or ‘‘S” type trap. 


Electrical Connections—To be made in accordance with local 
wiring codes. Hole provided in control housing for BX armored 
cable connection. 


Motor—Type FJ, Y3-hp, 115-volt, 60-cycle, 6.8 amp. 


principal features 


SAFETY TOP CONTROL—Handle and stopper are polished, chro- 
mium-plated die-casting; other parts are of chromium-plated bronze. 
Serves as an operating control, as a drain stopper and as a safety 
seal of shredding compartment when Disposer is in operation. Disposer 
can’t run unless the safety top control is in place. 


SINK FLANGE—Fits in the sink opening and encloses the safety top 
control. Clearly marked “Drain”, “Seal”, and ‘‘On”. 


SINK MOUNTING—Consists of four setscrews in a die-cast support- 
ing ring. Assures watertight seal. Adaptable for installation in porce- 
lain enameled steel sinks or enameled cast iron sinks. 


RESILIENT MOUNTINGS—Neoprene cushion at sink mountings and 


around shredding sleeve minimizes vibration and noise. 


SHREDDING COMPARTMENT—Non-ferrous alloy casting, resists 
corrosion. Houses the shredding sleeve. 


SHREDDING ELEMENTS—Made of high-grade alloy steel. Shred- 
ding sleeve has three protruding shredding elements, double-edged 
for longer life. At the bottom are 45 slots, serving as secondary shred- 
ders and strainers. Flywheel is directly connected to the motor. Flywheel 
carries impellers on top, one stationary, the other retractable. Also 
carries a projecting vane on its underside to provide adequate pump- 
ing action to flush away water-borne waste. 


MAIN BEARING—Timken roller bearing. Smooth in operation. 
MOTOR HOUSING—Of high-grade cast iron. 


MOTOR—Capacitor-start, induction-run, protected by built in over- 
load protection. Lightweight, current-thrifty, with extra power built in 
for starting and heavy-duty grinding. Bearing lubricated with proper 
grade and amount of grease for lifetime operation. 


Important! Disposer is supplied less reversing switch and 
flow interlock control. These accessories may be ordered 
separately at extra cost. 

REVERSING SWITCH (Accessory)—Manually operated, 


permits reversing direction of flywheel to take advantage 
of double-edged shredders. . 


. increasing life of disposer. 
Also eliminates jamming conditions which may stall motor. 
FLOW INTERLOCK (Accessory)—Installed in the cold- 
water line to sink faucet. Interlocks electrically with the con- 
trol switch to assure proper flow of water through the 
shredder elements whenever unit operates. 






(Available August 1, 1952) 


The Aeropel Kitchen Ventilator is winner of two Fine Arts 
Awards for beauty and utility. Aeropel is easily installed, rea- 
sonably priced, and costs just a few cents a month to operate. 
It is ideal for bathrooms, laundry, recreation room, and small 
commercial installations, in addition to kitchens. 

For the best kitchen results, the Aeropel should be installed 
as near as possible to the range. Thus, cooking odors, grease, 
smoke and fumes are caught and removed right at the source 
and have no chance to settle on walls or furniture. 

Only the finest materials go into the construction of an 
Aeropel Kitchen Ventilator. The smartly-styled grille is made 
of moulded white plastic and offers minimum resistance to 
airflow. Fan is driven by a totally enclosed, constant speed. 
quiet-operating motor. This shaded pole, fan type motor with 
wool packed bronze bearings is suitable for either horizontal 
or vertical operation. It is also suitable for 50 or 60 cycle. 
110-120 volt single phase, alternating current only. Power 
consumption is 60 watts. If direct current motor is required it 
can be supplied on special order. 

Fabricated steel wall box is rust-proof. Aeropel starts to 
operate automatically when weather door is opened, stops 
when door is closed. Switch chain has Mark of Merit plastic 
pendant and operates with “feather touch.” 

The plastic grille may be installed vertically or hori- 
zontally. Either way offers minimum resistance to airflow. 

The Model KV 1 Aeropel Fan has Certified Capacity Rat- 
ing of 400 cubic feet per minute at free delivery with wall box 
and grille in place. All tests are made in accordance with the 
standard test code for propeller fans, adopted jointly by the 
National Association of Fan Manufacturers and the American 
Society of Heating and Ventilating Engineers. 

Note: Where wall is more than 11” thick, or where there 
is an air space in the wall which the wall box will not bridge, 
the 1014” x 1014” opening should be lined with a No. 30 


gauge sheet metal sleeve. 


features 


Easy to install and operate 

New white plastic grille 

Whisper-quiet in operation 

Keeps kitchens cool and fresh 

Outside door opens only when fan is operating 
Removes greasy smoke, fumes and odors in a jiffy 
Cuts cleaning and decorating bills 


Aeropel 


kitchen ventilator 
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wall and base fillers and angles 

Wall and base fillers are designed to make it un- 
necessary to stock base and wall cabinets of special 
dimensions. They are used for filling in when the 
measurements of the floor and wall space do not 
exactly coincide with that of the base and wall cabi- 
nets selected. 

This is illustrated in the drawing at the right. 

Wall fillers have the same finish as the cabinets, so 
that they appear to be a definite part of the assembly. 
The base fillers are finished in a similar manner, 
except that as part of the base filler, there is a black 
sub-base attached. of the same width as the filler 
being used. 

The illustration at the right also shows the use of 
the corner base angle, which is used when no cabinet 
is installed in the corner. In the corner of the wall 

cabinet assembly the corner wall angle and corner 
wall plate are used when no corner wall cabinet is 
installed. 


Wall Fillers —AWF—2"; 1"; 1%" 2"; 2% ° 
Base Fillers—ABF—'2"; Ws1 TE IM 
Corner Wall Angles—ACWA—30” high 
Corner Wall Plates— ACWP 

Corner Base Angles—ACBA—114 "x14" 


9” Scribing Fillere—AWF 9—for wall cabinets 
ABF 9—for base cabinets 


sink moulding strip 


Where an enameled cast iron or porcelain enamel 
steel sink joins the counter-top of adjacent base cabi- 
nets, a slight gap normally occurs between the two. 
For the purpose of covering this opening and to make 
the drainboard continuous with the tops, a moulding 
strip having a 14” web is secured with screws to the 
base cabinet top or tops adjoining the sink. thus 
making a water-tight joint. Made from die cast zinc, 
chrome plated and polished. Packed in pairs, right 
and left. Will fit most sinks. Sink moulding strip does 
not have to be cut for 25” cast iron sinks. When 
used with steel sinks or 22” cast iron sinks, strip can 
be easily cut to size in the field. (x 116) 


vinyl counter tops (114” thick) 

Long wearing Vinyl counter tops have 4” backsplash. 
Built with reinforced cores, coved back, and stainless 
ie nosing. Colors: Marbleized Black, Marbleized 
Grey, Marbleized Red, Marbleized Yellow, and Mar- 
bleized Blue. 

Sizes: 12"x25”, 15"x25", 18"x25", 21’x25", 24°x25", 
27"x25", 30"x25", 36"x25", 42”x25", 48"x25”". 

Corner counter-top size is 26”x26"x25” 

This top requires a space of 204 along each wall, 
measured from the corner. It is 25” deep from front 
to back, matching the depth of mere counter-tops 
or cabinet sinks. 

Vinyl is a dense but resilient plastic material for 
sink tops and counter-tops. It is extremely resistant to 
wear and abrasion. Vinyl outlasts other composition 
materials. It is completely impervious to the action 
of water, common grease, oil, and cleaning com- 
pounds. No waxing is necessary. Modern designs. 

Colors will not fade, wash or wear off. Vinyl will not 
wilde ‘w or support bacterial growth. 


16 





BF—Base Filler 
WF—Wall Filler 
CBA—Corner Base Angle 
CWA—Corner Wall Angle 


CWP—Corner Wall Plate 











sink selection 
guide 





sinks for 25” undersink cabinets 


for use with 

















sink series 








sink type 











for description 






































cabinet number number refer to page 
P6575 cast iron—double compartment 18 
P7424 cast iron—sink and laundry tra 18 
ASC 42 ry tray 
eee ao P 6550 cast iron—sink and drainboard 18 
$ 550 steel—sink and drainboard 20 
ASC 42x25 P 6550 cast iron—sink and drainboard 18 
(also C and D) §$ 550 steel—sink and drainboard 20 
ASC 54x25 P6535 cast iron—sink and double drainboard 19 
(also C and D) $554 steel—sink and double drainboard 20 
ASC 60x25 C P6535 cast iron—sink and double drainboard 19 
(also D) P6585 cast iron—double sink and double drainboard 19 
SELDEN $ 566 steel—double sink and double drainboard 20 
(also D) 
DSL ERM ® P6585 cast iron—double sink and double drainboard 19 
(also D) 
sinks for 22” undersink cabinets 
ASC 42x22 C P 6850 cast iron—sink and drainboard 24 we 
ASC 54x22 C P 6835 cast iron—sink and double drainboard 24 
ASC 60x22 C P 6835 cast iron—sink and double drainboard 24 





*Note P 6875 double compartment 22” Utility Hostess sink can be used with ASF 42” sink front only. See page 24. 
flat rim sinks (with back ledge) 








sink series 























for description 





































































































sink size breaire sink type refer to page 
22x 2a S$ 1309 steel—single compartment 23 
2A"x21" P7010 cast iron—single compartment 21 
$1310 steel—single compartment 23 
30”x21” P7010 cast iron—single compartment 21 
B2ix2 ie P7015 cast iron—double compartment 21 
Exaile $1311 steel—double compartment 23 
36"x21” P7000 cast iron—double compartment with waste receptor 22 
A2"x21" P7004 cast iron—sink and drainboard 21 
\ P7015 cast iron—double compartment 21 
SA ile P7002 cast iron—sink and double drainboard 21 

flat rim sinks (without back ledge) 
double compartment 
S20x20" P7037 D cast iron—double compartment 22 
42”x20” P 7037 D cast iron—double compartment 22 
single compartment 

12”x12” P7021D cast iron—center outlet 22 
18”x12” P7020D cast iron—end outlet 22 
18" 16" $1302 steel—center outlet 23 
20”"x16" P7020D cast iron—end outlet 22 
Py hay P7020D cast iron—end outlet 22 
P7021D cast iron—center outlet 22 
P7020D cast iron—end outlet ID: 
24”x18" P7021D cast iron—center outlet 22 
$1304 steel—center outlet 23 
24”x20" P7021D cast iron—center outlet 22 
30’x18” P7020D cast iron—end outlet 22 
P7021D cast iron—center outlet 22 
a 30"x20" P7020D cast iron—end outlet 22 
P7021D cast iron—center outlet 22 
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ae 


ne 
Royal Hostess 


cast iron sinks 


P 6550 
sink and drainboard 


(for use with ASC 42x25 A, ASC 42x25, ASC 42x25 C, 
ASC 42x25 D undersink cabinets) 


includes wall hangers—B 989 crumb cup strainer—B 960 H 
1Y2"x1Y2" P trap. 


size | sink compartment back 








42"x25" | 1934"%173%4"x8" 4" 


sink numbers 





combination fittings 
L.H. drainboard | R.H. drainboard 











B 876T MF auto-unit double 
P6550A P6552A faucet—hose and spray— 
“Spring-Flo” aerator 

















P6550N P6552N B 878 T same without aerator 
P6551A P6553A B 876 faucet—“Spring-Flo 
aerator 
P6551 N P6553N B 878 same without aerator 
P 6575 


double compartment 
(for use with ASC 42x25 A undersink cabinet) 


includes wall hangers—(2) B989 crumb cup strainers—(2) 
B960H 1%2"x1'” P traps. 























size | sink compartment back 
42"x25" 17 2"x17%"x8" 4” 
sink number combination fittings 

P6575A B8B76T MF _auto-unit double faucet—hose and 
spray—'Spring-Flo” aerator 

P6575N | B878T same without aerator 

P6576A B 876 double faucet—"Spring-Flo" aerator 

P6576N B 878 same without aerator 

P 7424 


sink and laundry tray 
acid-resisting or regular enamel 
(for use with ASC 42x25 A undersink cabinet) 


includes wall hangers—B 989 crumb cup strainer—B 998 tray 
plug—P 7450 enameled movable drainboard. 


| STS TS depth depth | height 











: | 
size ‘ 
length width sink tray back 
42"x25”" 17 24t en Oa | 8” ihe 4” 
sink number 
combination fittings 
L.H. sink | R.H. sink 





B 876 double faucet—“Spring-Flo” 


oerator 


P7424A | P7425A 











P7424N P7425N | B878 same less aerator 


for 25” undersink cabinets 


acid-resisting enamel 





























P 6535 
sink and double drainboard 


(for use with ASC 54x25, ASC 54x25 C, ASC 54x25 D, 
ASC 60x25 C, ASC 60x25 D undersink cabinets) 


includes wall hangers—B 989 crumb cup strainer—B 960 H 














1Y2"x1¥2" P trap. 
sizes sink compartments back 
54”x25" 
20"x173%4"x8" Au 
60"x25”" 
sink number combination fittings 
P6535A B876T MF auto-unit double faucet—hose and 
spray—‘Spring-Flo” aerator 
P6535N B 878T same without aerator 
P6536A B 876 double faucet—"'Spring-Flo” aerator 
P6536N B 878 same without aerator 








P 6585 
double sink and double drainboard 


(for use with ASC 60x25C, ASC 60x25D, ASC72x25C, 
ASC 72x25 D undersink cabinets) 


includes wall hangers—(2) B989 crumb cup strainers—(2) 























B960H 1%2"x1” P traps. 
size sink compartments back 
60.25" 13%2"x17%4"x8" 4” 
sink number combination fittings 

Wea | Cowes ote 

P6585N B 878T same without aerator 

P6586A B 876 double faucet—"Spring-Flo” aerator 

P6586N B 878 same without aerator 
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porcelain enameled 
steel sinks 






S 550 sink and drainboard ei 


(for use with ASC 42x25 A, ASC 42x25, 
ASC 42x25 C, ASC 42x25 D, undersink cabinets) 


size sink compartment back : = 
42”x25” 16¥%2"x20"x7” 4” 


1¥%” punchings 


S 550 left hand drainboard 
S$ 552 right hand drainboard 





S 554 
sink and double drainboard 


(for use with ASC 54x25, ASC 54x25 C, Z | 
ASC 54x25 D, undersink cabinets) So 


| 
size | sink compartment | back ey 


54”x25” | 1612"x20"x7” 4” 





1¥2” punchings 





S 566 
double sink and double drainboard 


(for use with ASC 66x25 C, ASC 66x25 D, 








undersink cabinets) MG 
size sink compartment ‘back 
66"x25" 154%4"x1l7% "%7 4" 4” “ 4 
1%” punchings : tee 
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cast iron 


flat rim sinks 











for 25” undersink cabinets 


acid-resisting enamel 


P 7002 sink and double drainboard 
back ledge—includes B 989 crumb cup strainer 


size 
54”x21” 


sink number 


sink compartment width ledge 





18V2"x15%2"x8” 3 


combination fittings 





B 876 T MF auto-unit double faucet—hose 











A. and spray—"Spring-Flo” aerator 
P7002N B 878T same without aerator 

P7003 A B 876 double faucet—"'Spring-Flo” aerator 
P7003N B 878 same without aerator 


P 7004 sink and drainboard 
back ledge—includes B 989 crumb cup strainer 


size sink compartment width ledge 


AD DN 192"x15 "x8" = 


sink number 





combination fittings 














Enk R.H. 
drainboard | drainboard 
B876T MF auto-unit double 
P7004A P7008A faucet-hose and spray— 
“Spring-Flo” aerator 
P7004N P7008N B 878 T same without aerator 
P7005A P7009 A B 876 double faucet— 
Spring-Flo” aerator 
P7005N P7009N B 878 same without aerator 


P 7015 double compartment 
back ledge— includes (2) B 989 crumb cup strainers 





sizes sink compartments width ledge 
3 2x2 lie 13%2”"x1542"x8” 3m 
42”x21” 18Y2"x15%2"x8" “yi 


sink number combination fittings 


B 876T MF auto-unit double faucet—hose 











eA Mes and spray—"Spring-Flo” aerator 

P7OI5N B 878T same without aerator ; 
P7OI6A B 876 double faucet—"Spring-Flo” aerator 
P7O1I6N B 878 same without aerator 


(also available in 42”x20” flat rim sink and laundry tray 
P 7415 D—acid resisting or regular enamel, without back ledge. 
compartments 182” long and 1712” wide. sink depth 8”. 
tray depth 13”.) 


P 7010 single compartment 
back ledge— includes B 989 crumb cup strainer 












































sizes sink compartment width ledge 
24”x21” 212"x152"x8" j oe 
SOEx2 le 27 V2"x152"x8" Bu 
sink number combination fittings 
raion | SATETAF agen dete fete 
P7O01ION B 878T same without aerator 
P7ZOIIA B 876 double faucet—“‘Spring-Flo” aerator 
P7O11N B 878 same without aerator 
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P 7021 D (center outlet) 
P 7020 D (end outlet) 
single compartment 


includes B 989 crumb cup strainer 


sizes (center outlet) sizes (end outlet) depth 








L2ex 2 246, 1Sigxil2e2 Ox Gu, 
24”x18" 24”"x16" 





24”x20”, 30”x18”, DANS 783 Oda 
30”x20” 30”x20” 








sink number 





combination fittings not included. 


P 7021 D (center outlet) : 
specify separately. 


P 7020 D (end outlet) 


P 7000 
double compartment with waste receptor 


back ledge—includes perforated container and cover— 


(2) B 989 crumb cup strainers—B 996 T drain plug. 




















size sink compartments width ledge 
36° x21- 13Y2"x15Y2"x8" 3. 
sink number combination fittings 
P7000A B 876T MF auto-unit double faucet—hose 
and spray—"Spring-Flo” aerator 
P7000 N B 878 T same without aerator 
P7OO1A B 876 double faucet—"“Spring-Flo” aerator 
P7001 N B 878 same without aerator 
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P 7037 D 
double compartment 


center outlets—includes (2) B 989 crumb cup strainers 


sizes 


sink compartments 





32”x20” 
42”x20” 


13%2"x172"x8" 
18% wy 1 7Vn"x8" 


combination fittings are not included. specify separately. 


sink fittings 





B876T MF auto-unit—exposed 
deck type—renewable seats— 
swinging spout—''Spring-Flo”’ 
aerator—hose and thumb con- 
trolled spray—inlets 8” C to C 
threaded 2” inside—1%" maxi- 
mum counter-top thickness 

B 878T same less aerator 


B 576T same as B 876T but for 


steel sinks 


B 578T same as B 878T but for 
steel sinks 


B 989 removable crumb cup and 
stopper—1'2” tail-piece—for 
sinks with 32” outlet 

B 589 same as B 989 but for steel 
sink 


B 876 exposed deck type—dov- 
ble faucet—renewable seats— 
swinging spout—'‘‘Spring-Flo”’ 
aerator—inlets 8” C to C threaded 
Yo" inside—1%” maximum coun- 
ter-top thickness 


B 878 same less aerator 
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porcelain enameled 
steel flat rim sinks 


S-1302 single bowl sink 
18”x16"x7” 


center drain pierced for 342” strainer—this unit packed 


two to a carton for shipment. 


S-1304 single bowl sink 
24”x18"x7" 


center drain pierced for 32” strainer—this unit packed 


two to a carton for shipment. 


S-1309 single bowl sink 
PPE OWN GE 


ledge type—center drain pierced for 32” strainer—(4) 1%2” 
punchings—8” centers on faucet openings—spray opening 


—each unit cartoned separately for shipment. 


§$-1310 single bowl sink 
24”"x21"x8” 


ledge type—center drain pierced for 32” strainer—(4) 1/2” 
punchings—8” center on faucet openings—spray opening 
—embossed flange around the faucet ledge keeps moisture 
away from counter top—each unit cartoned separately 


for shipment. 


S-1311 double bowl sink 
32”x21"x8” 


ledge type—off center drain pierced for 32” strainer—(4) 
1¥2” punchings— 8” centers on faucet openings—spray open- 
ing—embossed flange around faucet ledge keeps moisture 
away from counter top—each unit cartoned separately 


for shipment. 












Utility Hostess 
cast iron sinks 




















for 22” undersink cabinets 
acid-resisting enamel 


P 6835 
sink and double drainboard 


(for use with ASC 54x22 C, 60x22 C) 


includes wall hangers—B 989 crumb cup strainer—B 960 
H1Y2"x1¥2" P trap. 





sizes sink compartment back 
54”x22" 18”x15"x8” 4” 
60"x22” 20"x15”"x8” 4” 
sink number combination fittings 


B876T MF auto-unit double faucet—hose 





PALER: and spray—"Spring-Flo” aerator 
P6835N B 878T same without aerator 
P6836A B 876 double faucet—'"'Spring-Flo” aerator 
P6836N B 878 same without aerator 
P 6850 


sink and drainboard 
(for use with ASC 42x22 C) 


includes wall hangers—B 989 crumb cup strainer—B 960 H 
1y2"x1Y2" P trap. 


size sink compartment back 
42x22" ] 83%4"x1 5"x8” Aa 


sink number 


L.H. 
drainboard 


R.H. 


drainboard 


combination fittings 


B 876T MF auto-unit double fau- 








P6850A P6852A cet—hose and spray—"Spring- 
Flo” aerator 
P6850N P6852N B 878 T same without aerator 
P6851 A P6853 A B 876 double faucet—'"'Spring- 
Flo" aerator 
P6851N P6853N B 878 same without aerator 
P 6875 


double compartment 
(for use with ASF 42” sink front, only) 


includes wall hangers—(2) B 989 crumb cup strainer 
—(2) B960H 1%2"x1'%” P traps. 





size sink compartments back 
42"x22” 17%"x15"x8" 4” 
sink number combination fitting 








B876T MF auto-unit double faucet—hose 














SEEMS and spray—"Spring-Flo” aerator 
P6875N B 878 T same without aerator 
P6é876A B 876 double faucet—"Spring-Flo” aerator 





P 6876N 





B 878 same without aerator 








kitchenettes 
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gas or electric ranges and 


electric refrigerators 


motels—apartment hotels—small homes 


To meet the demand for Kitchenettes at a low cost and of high 
quality for installation in apartments, motels and small homes, 
American-Standard has designed units using either electric 
or gas ranges and with a quality electric refrigerator. 

American-Standard Kitchenettes are made 66” in length. 

The wall cabinet unit in the 66 inch Kitchenette is made 
in one piece with two welded-in shelves. The wall cabinet has 
a shelf area of 161% square feet; more than ample storage 
space for dishes where Kitchenettes are required. 

The undersink cabinet is complete with bottom for pan 
storage. 

American-Standard cabinets are Bonderized and finished 
with the finest quality baked-on enamel that the market affords. 


Gas Range—tThis range has four full size “Readilite” 
non-clog speed burners with automatic lighter. The oven 
is full size with non-tilt oven racks. The broiler is full size, 
also. The oven has automatic heat control. Entire stove 
built with same specifications as larger models with re- 
spect to weights of metal and quality of insulation. A full 
service gas range in a small space. Can be used with 
natural or manufactured gas or a mixture of the two. 
Refrigerator—24” x 25” refrigerator with four full 
cubic feet of food storage space. 7.2 square feet of shelf 
area. Two ice cube trays, capacity of 48 ice cubes. Com- 
pressor hermetically sealed type using Freon 12 refrig- 
erant. Perfect ventilation through base and sink top. Door 
hinged with powerful hinges. Four more ice cube trays 
may be added, bringing ice cube capacity to 144 cubes. 
Sliding drawer for vegetable storage—interior lighted by 
automatic light. Operates on 110 volt, 60 cycle A.C. Cold 
control has 11] regulating positions plus “on” and “off.” 
Warranty—Five year warranty covers sealed refrigera- 
tion circuits and electrical equipment against defects in 
material and workmanship. 

Electric Range—Has Underwriters Laboratory approval 
for Form O installation. Wired with standard 3 wire 115- 
230 to 120-240 Volt, single phase 60 cycle supply line. 
Four high speed, spiral surface units. Five heating stages 
from simmer to boiling—two oven heating units—upper for 
broiling—lower for baking. Full oven heat control—hy- 
draulic type—automatic. Can be installed flush to the wall 
or adjoining cabinet. 

Sink Top—Linoleum covered sink top with sturdy core— 
coved with ventilated back, stainless steel nosing with an 
18” x 16” porcelain steel bowl. 600 square inches of work 
surface. Faucets, less spray, 314 crumb cup strainer. Vinyl 
or Formica work surfaces at extra cost. 












dimensions and 
installation data 






66’ with gas range 


The 66” Kitchenette with gas range is made 
up as follows: 


1—20” 4-burner gas range 

1—ASF 22” sink front 

1— 24” refrigerator, R.H. hinge 

1—46"x25” sink top—6" back splash 

1—S 1302 18x16” procelain enamel steel sink 
1—faucet 

1—chrome brass crumb cup strainer, 3/2” 
1—AWC 6630 one-piece wall cabinet 


66’ with electric range 


The 66” Kitchenette with electric range is 
made up as follows: 


1—22” 4-burner electric range 

1—ASF 20” sink front 

1— 24" refrigerator, R.H. hinge 

1—44"x25” sink top—6” back splash 

1—S 1302 18x16” porcelain enamel steel sink 
1— faucet 

1—chrome brass crumb cup strainer, 3/2” 
1—AWC 6630 one-piece wall cabinet 
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convertibility offers you 


HN 


a kitchen 





9,025 ways to 





All American-Standard undersink and base cabinets can be converted at any time— 
before or after installation—to provide the specific storage facilities the owner chooses. 

This exclusive convertibility feature, with its 9,025 drawer and shelf combinations. 
is a strong selling point. For it gives your customers the kitchen storage they want, where 
and when they want it. 

And converting American-Standard cabinets is remarkably easy. Removable drawer 
and shelf guides convert a cabinet with concealed drawers and sliding shelves in a few 
seconds. To convert a cabinet with a door to one with exposed drawers, just remove the 
door, snap terne plate guides into place and install the drawers. 

Examples of undersink cabinet conversion are shown here and on the following page. 


A. A 4” deep concealed drawer is 
added at the top of the cabinet com- 
partment and a concealed sliding shelf 
at the bottom. The result is easy-to-reach 
storage space for an electric mixer— 
with room for appliance accessories. 

















B. Installation of four 4” deep con- 
cealed drawers makes this compartment 
a food storage center. Each drawer 
holds 15 No. 2 cans—a total of 60 cans. 
Another possibility; sliding shelves which 
expose can labels to make selection 
easier. 


C. This conversion combination is par- 
ticularly useful in an undersink cabinet. 
Two 4” deep concealed drawers keep 
a supply of fresh dish cloths and towels 
close at hand. The 9” deep concealed 
drawer holds bulky items like pans and 


lids. 











D. Here's another idea for converting a 
compartment of an American-Standard 
sink or base cabinet. Two 9” deep con- 





cealed drawers provide lots of storage 
space for kitchen utensils which won't fit 


into ordinary cabinet drawers. 
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Here is a 54” “Standard” undersink cabinet, 
with two 6” deep drawers, two single-door 
compartments, and an undersink compartment 
with double doors. Below, see how shelves, 
drawers and accessories convert it—even after 


installation. 





This is now a “Regular” cabinet. A sliding shelf 
is installed in each end compartment, a cutlery 
divider and linoleum bottom in one drawer, 
and a wire utility basket on the left-hand door 


of the undersink compartment. 








Making it a “Deluxe” cabinet, two 12” deep 
exposed drawers appear in place of the right- 
hand compartment with door. Other interior 
arrangements are the same as in the “Regular” 


cabinet. 


Addition of two more drawers on the left-hand 
side makes a double “Deluxe” cabinet. It has 
four 12” deep drawers, two 6” deep drawers 





(one with cutlery divider) and wire utility basket 
on the left-hand door. 


\ 


an RTE 
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Base Cabinets 3 | 
Wall and Utility Cabinets 4 
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Sink Fronts 6 
Cabinet Fillers 7 
Cabinet Accessories 7-8 
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Maple and Vinyl Counter Tops 9 
Disposer 10 
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Sink Fittings 15 


notice: the suggested List 


Prices shown herein do not 
include freight or cartage. 
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American-Stardard 
KITCHEN PRODUCTS 

















Illustrations and descriptions of the Model Numbers listed in this price book will be found in the American-Standard Kitchen Products 
Catalogue KP52. 


PRICES 


All prices herein quoted supersede all prior quotations and are subject to change without notice. 
No obligation is assumed by this Corporation to sell to any one holding this book any of the items listed herein at the prices stated. 
A minimum invoice charge of forty-five cents (.45) will apply on any item including repair parts. 


TAXES 


To the prices and terms quoted add any Manufacturers’ or Sales Tax payable on the transaction under any effective statute. 


TRANSPORTATION CLAIMS 


The responsibility of this Corporation ceases upon delivery of goods in good order to transportation companies, and all goods are 
shipped at consignees’ risk. 


ORDERS 


The Corporation shall not be liable for any delay or failure in the delivery or shipment of products or for any damages suffered by 
reason of such delay or failure, when such delay or failure is, directly or indirectly, due to fire, flood, accidents, riots, war, embargo, 
labor stoppages, inadequate transportation facilities, shortage of material or supplies, regulation by Governmental authority or any 
cause or causes beyond this Corporation’s control. 


GUARANTEE 


We guarantee goods manufactured by this Corporation to the extent that we shall furnish by freight new articles or parts for any 
articles or parts of such goods found defective in workmanship or material within one year after installation. 

In all claims, no labor or other consequential damages shall be allowed. 

Goods of other manufacturers sold by us are not guaranteed by this Corporation. 


CLAIMS 


No claims for variances from or shortages in orders will be allowed, unless presented within sixty (60) days after receipt of goods. 


SPECIAL PRODUCTS 


Items of special nature or products requiring special manufacture or supervision are not subject to change or cancellation after 
production is started. 


RETURNED GOODS 


Good material of standard manufacture must not be returned for credit without first securing written permission, and when so 


returned will be subject to a deduction of 10% for re-handling, and all transportation charges, including freight and cartage, will be paid 
by shipper. 


Materials made on special order are not subject to return. 


COLOR 


American-Standard Cast lron Acid-~Resisting Enamel Sinks may be furnished, at the prices specified for color, in any of the following 
Aerican-Standard colors: 


Clair de Lune Blue, Ming Green, Ivoire de Medici, Corallin, Persian Brown. 


SHIPPING WEIGHTS AND CUBIC VOLUMES 
Pai BD Sd aadinc tt dios. Benak Eclat thc tablets abel at theta ce aarrd cham 


Weights and cubic volumes are for customers’ convenience only, are approximate and not guaranteed. 
A mixed carload of American-Standard Kitchen Cabinets is approximately 2800 to 3200 cubic feet. Cubic foot volume is shown for 


all cabinets to assist in the figuring of carload quantities. 
ns eS 
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Approx. Suggested 
PAGE MODEL DESCRIPTION Ship. Wt. | Cu. Ft. List 
NUMBER Pounds Volume Price 
CUPBOARD AND DRAWER BASE CABINETS 

2 ACD 15 15” Base Cabinet (less Top) — Single Door, One Drawer, One Slid- 
ale lel eal me TORO MOLES eon eek ee ee ae WY ren Die hae awl oD) Pils seahl one g as 63 10 $38.55 

ACD 18 18” Base Cabinet (less Top) — Single Door, One Drawer, One Slid- 
Rengonter. INGRON Gl fre Merce eet ether reee ages Se hole te Re ee ae 68 12 40.25 

ACD 21 21” Base Cabinet (less Top) — Two Doors, One Drawer, One Sliding 
SHH Memeo RAO KAL COM nT UM Nie aend GA! uaa 76 13 45.90 

ACD 24 24” Base Cabinet (less Top) — Two Doors, One Drawer, One Sliding 
SHO emer ine AeCEare tai aL SW eta VCR Ae SOLARA RT|: ARAB CO 83 15 48.15 

ACD 27 27” Base Cabinet (less Top) — Two Doors, One Drawer, One Sliding 
Sholitea ii Cee AR ei uae ed oka) BWR. ae ama | 86 iA 51.88 

ACD 30 30” Base Cabinet (less Top) — Two Doors, Two Drawers, Two Slid- 
INCL OLLGIVOS tie eT AR near hte cape Ne Dh waite EIR TA AE oa 92 18 56.10 

ACD 36 36” Base Cabinet (less Top) — Two Doors, Two Drawers, Two Slid- 
TONG VOS tape imme ers ge ar cule WM aMee, Ur Dae Oia Oa) aii | unuaneeha E 115 22 62.90 

ACD 42 42” Base Cabinet (less Top) — Four Doors, Two Drawers, Two Slid- 
InghonelVes cee. eS, Pare ith eat AUTH ol RR oT CO MenaHRe elie hag ated 128 25 79.38 

ACD 48 48” Base Cabinet (less Top) — Four Doors, Two Drawers, Two Slid- 
INR SMOLVOStoe) ase He Cele. el cte eee icine eye Reem Cet RL De 135 28 83.21 

DRAWER BASE CABINETS 

3 AD 15 15” Drawer Base Cabinet (less Top) — Three Drawers, No Doors... 66 10 49.85 
AD 18 18” Drawer Base Cabinet (less Top) — Three Drawers, No Doors... 80 12 LNG Ms) 
AD 21 21” Drawer Base Cabinet (less Top) — Three Drawers, No Doors... 91 13 54.45 
AD 24 24” Drawer Base Cabinet (less Top) — Three Drawers, No Doors... 95 15 5555 

AD 30 30” Drawer Base Cabinet (less Top) — Four Drawers, One Door, 
LONGEST ITO NATED CSTAYELH Cte 008 SOM AN SATIRE ae Ue Rae en a TN 110 18 63.40 

AD 36 36” Drawer Base Cabinet (less Top) — Four Drawers, One Door, 
OMS SAMOS S hare cue Ne eee ieee aah tie ene es naa, 4 ELE 125 22 69.17 

AD 42 | 42” Drawer Base Cabinet (less Top) — Four Drawers, Two Doors, 
One lidingisnelicw Maite vars ylalepel Men eas weigh ok uses So's duels 145 25 83.52 

AD 48 48” Drawer Base Cabinet (less Top) — Four Drawers, Two Doors, 
Ono SlidinGroneitiweeee ete ce eee Une ete cca rae ghae mt 155 28 89.43 

CORNER BASE CABINETS 

ACBC 24 24” Corner Base Cabinet (less Top) — Two Doors, No Drawers, One 
PUM EEVENES SR PROL UE ME Ns tenn Whe Ta ks @YSTEL a arn aes ha hea he: duel ana abs mth 72 15 44.28 

ACBC 30 30” Corner Base Cabinet (less Top) — Two Doors, No Drawers, One 
WY clleletiecs ne lnathp icine, ouch ercieeh pine, Aled Waeeadl atu, «bk aed Bo pie Hath apemesnrs 80 18 49.28 

ACBC 36 36” Corner Base Cabinet (less Top) — Two Doors, No Drawers, One 
Wold Gd oneiiare sety seit reset tasted ae io eoie eevee sea chile Rae Seine 90 22 54.89 
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MODEL DESCRIPTION 
NUMBER 
WALL CABINETS (30” HIGH) 
AWC 1530 15” Wide Wall Cabinet, Single Door, Two Shelves................ 
R.H. or L.H. 
AWC 1830 18” Wide Wall Cabinet, Single Door, Two Shelves................ 
R.H. or L.H. 
AWC 2130 21” Wide Wall Cabinet, Two Doors, Two Shelves................-. 
AWC 2430 24” Wide Wall Cabinet, Two Doors, Two Shelves................. 
AWC 2730 27” Wide Wall Cabinet, Two Doors, Two Shelves................. 
AWC 3030 30” Wide Wall Cabinet, Two Doors, Two Shelves................. 
AWC 3630 36” Wide Wall Cabinet, Two Doors, Two Shelves................. 
AWC 5430 U_ | 54” Wide Wall Cabinet, Four Doors, Two Welded Shelves, One Util- 
ity, Shelf.) Aah PORN UU ni PRN) Sc SIRE Cugten heads Aa MN Soe) 
WALL CABINETS (18” HIGH) 
AWC 2118 21” Wide Wall Cabinet, Two Doors, One Shelf................... 
AWC 2418 24” Wide Wall Cabinet, Two Doors, One Shelf................... 
AWC 3018 30” Wide Wall Cabinet, Two Doors, One Shelf................... 
AWC 3618 36” Wide Wall Cabinet, Two Doors, One Shelf................... 
AWC 4218 42” Wide Wall Cabinet, Two Doors, One Shelf................... 
WALL CABINET (15” HIGH) 
AWC 3615 36” Wide Wall Cabinet, Two Doors, One Shelf................... 
CORNER WALL CABINETS (30” HIGH) 
ACWC 2534 2534” x 2534” Corner Wall Cabinet, One Door, Two Shelves....... 
R.H. or L.H. 
UTILITY CABINETS (84” HIGH) 
AUC 13 18” Wide, 1314” Deep Utility Cabinet, Two Doors, Two Shelves... . 
R.H. or L.H. 
AUC 24 18” Wide, 2414” Deep Utility Cabinet, Two Doors, Two Shelves. ... 
R.H. or L.H. 
AUC 13 Set of Three (3) Shelves to Convert AUC 13 R.H. or L.H. to Five Shelf 
Shelves TPG aN dae Wie PRM Captaris Airaatag 2 eget A era flaame per set of 3.... 
AUC 24 Set of Three (3) Shelves to Convert AUC 24 R.H. or L.H. to Five Shelf 
Shelves VOB eh sihak co cod! oh Maer eter oie Rk Me idea cae cea per set of 3.... 


Approx. 
Ship. Wt. 
Pounds 


35 


70 


96 


136 


74 


14 





Cu. Ft. 
Volume 


ON OS Ole On 


13 


15 


27 


Suggested 


List 
Price 


$25.35 


26.52 


31.13 
33.44 
35.73 
38.04 
42.65 


65.18 


25.94 
27.08 
29.40 
34.58 
41.50 


Px heels 


47.27 


64.00 


72,55 
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Approx. Suggested 
PAGE MODEL DESCRIPTION Ship. Wt. | Cu. Ft. List 
NUMBER Pounds Volume Price 
UNDERSINK CABINETS 
if) ASC 42x25 A | 42x25” Cabinet, Two Doors, No Drawers, Sliding Shelves, Cutlery 
Divider or Wire Utility Basket, (No Drawers or Sliding Shelves 
CalnO Osa OG OU) eae aratheomey ain meter wre Me™ Lon UG Wane at Ji! De pale 80 22 $40.46 
ASC 42x25 42x25” (Standard) Cabinet, Three Doors, One 6” Deep Drawer, No 
Sliding Shelf, Cutlery Divider or Wire Utility Basket, (Specify if 
TORHIOnLOnenunandarainDoard: Sink) Vale (ety Miaireter ah reat somata 91 22 63.20 
ASC 42x25 C | 42x25” (Regular) Cabinet, Three Doors, One 6” Deep Drawer, One 
Sliding Shelf, Cutlery Divider and Wire Utility Basket. (Specify if 
TOmMnOhe onNett hand: drainboard Sink) veers olen wuler ae ae) aie ye 105 22 67.80 
ASC 42x25 D | 42x25” (Deluxe) Cabinet, Two Doors, One 6” and Two 12” Deep 
Drawers, One Cutlery Divider and Wire Utility Basket, No Sliding 
Shelf. (Specify if for right or left hand drainboard sink).......... 115 22 75.00 
ASC 42x22 C | 42x22” (Regular) Cabinet, Three Doors, One 6” Deep Drawer, One 
Sliding Shelf, Cutlery Divider and Wire Utility Basket. (Specify if 
Tomnightomlerunand: drainboardsStikyigcs sania ae eee: nines ee 110 20 67.00 
i ASC 54x25 54x25” (Standard) Cabinet, Four Doors, Two 6” Deep Drawers, No 
Sliding Shelf, Cutlery Divider or Wire Utility Basket............. 125 28 72.94 
ASC 54x25 C | 54x25” (Regular) Cabinet, Four Doors, Two 6” Deep Drawers, Two 
Sliding Shelves, One Cutlery Divider and Wire Utility Basket..... 145 30 81.94 
ASC 54x25 D | 54x25” (Deluxe) Cabinet, Three Doors, Two 6” and Two 12” Deep 
Drawers, One Sliding Shelf, Cutlery Divider and Wire Utility 
Boe Kham tves ra weconet mea ect OMNIS, Ciame Oy Rat Aiea eee NC te MAAC 159 30 93.00 
ASC 54x22 C | 54x22” (Regular) Cabinet, Four Doors, Two 6” Deep Drawers, Two 
Sliding Shelves, One Cutlery Divider and Wire Utility Basket..... 130 27 81.94 
ASC 60x25 C | 60x25” (Regular) Cabinet, Four Doors, Two 6” Deep Drawers, Two 
Sliding Shelves, One Cutlery Divider and Wire Utility Basket..... 160 33 86.90 
8 ASC 60x25 D | 60x25” (Deluxe) Cabinet, Three Doors, Two 6” and Two 12” Deep 
Drawers, One Sliding Shelf, Cutlery Divider and Wire Utility 
BAS KL ean ee ere OKA LIEU amt fare Piet a | ie Bee 165 33 98.00 
7 ASC 60x22 C | 60x22” (Regular) Cabinet, Four Doors, Two 6” Deep Drawers, Two 
Sliding Shelves, One Cutlery Divider and Wire Utility Basket..... 130 28 86.90 
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MODEL 
NUMBER 
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ASC 66x25 C 


ASC 66x25 D 


ASC 72x25 C 


ASC 72x25 D 


ASF 24 
ASF 30 
ASF 36 
ASF 42 





DESCRIPTION 





UNDERSINK CABINETS (Cont’d.) 


66x25” (Regular) Cabinet, Four Doors, Two 6” Deep Drawers, Two 
Sliding Shelves, One Cutlery Divider and Wire Utility Basket..... 


66x25” (Deluxe) Cabinet, Three Doors, Two 6” and Two 12” Deep 
Drawers, One Sliding Shelf, Cutlery Divider: and Wire Utility 
Basket €752S0geus i: see Wei me Pleas a Oe oy RN AIR Ren Ab Deiat) Sully in 


72x25” (Regular) Cabinet, Six Doors, Two 6” Deep Drawers, Two 
Sliding Shelves, One Cutlery Divider, Wire Utility Basket and 
Sliding Two-bar Towel Rack, Two Vegetable Baskets............ 


72x25” (Deluxe) Cabinet, Five Doors, Two 6” and Two 12” Deep 
Drawers, One Sliding Shelf, Cutlery Divider, Wire Utility Basket 
and Sliding Two-bar Towel Rack, Two Vegetable Baskets........ 


SINK FRONTS (3414” HIGH) 


24” Wide Sink Front with Bottom Plate, Two Doors............... 
30” Wide Sink Front with Bottom Plate, Two Doors............... 
36” Wide Sink Front with Bottom Plate, Two Doors............... 
42” Wide Sink Front with Bottom Plate, Two Doors............... 


Note — Refer to Page 8 for Price on End Panels 











Approx. 
Ship. Wt. 
Pounds 


185 


190 


220 


228 


50 
55 


Cu. Ft. 
Volume 


36 


36 


Ono OD 


Suggested 
List 
Price 


$100.00 


108.35 


125.00 


132.90 


28.54 
30.52 
33.13 
35.33 


C 
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Approx. Suggested 
PAGE MODEL DESCRIPTION Ship. Wt. | Cu. Ft. List 
) NUMBER Pounds Volume Price 
WALL AND BASE FILLERS, ANGLES AND PLATES 

16 AWF 4 Channel Wall Filler, 44” Wide, 18” High......................0.. 3 1 $ 4.84 
AWF 1 Channel: Wall Fillersct Wide. 18” Highs: sae ssices unis oF sets oe 34% 1 4.84 

AWF 11% Channel: Wall Filler, 135" Wide. 18” High? 222) yee SP oa 34 1 4.84 

AWF 2 Channel. Wall Filter;2"' Wide; 18*:High, Mirko. .tueee sun tc aie. 3% 1 4.84 

AWF 21% Channel: Wall Filler; 2367) Wide) 18" High: Wi. ere ie Oe Cai 4 1 4.84 

AWF 14 Channel. wall Fillers 467 Widd,: 30 igh. ses tad oon te ea 3 1 4.84 

AWF 1 Ghanneh Wall-Fitler2h? Wide cs0" Hight ae fea o.c eee eee ee 314 1 4.84 

AWF 114 Channel Wall Filler, 144” Wide, 30” High... .......002 Ye. ts...) 4 1 4.84 

AWF 2 ChanneliWVall Fillers 27a Wides30/ ig he Gaseous nile So Gia cers Mer 44 1 4.84 

AWF 214 Channel Wall Filler, 214” Wide, 30” High................-......-. 434 1 4.84 

AWE 9418") Seribing Wall-Filler, 9" Wide; 18° Fight. 0.4.2.) sans) we eet. cs 6 2 4.88 

AVE S30) Seribing Wall Filler, 9° Wide, 30° Fligh: cae ia See) Wee 8 2 baglhets 

ABF 4% Channel Base Filler, including Sub-base, 144” Wide, 3414” High..... 34 1 4.95 

ABF i Channel Base Filler, including Sub-base, 1” Wide, 3414” High..... 3% 1 4.95 

ABF 14% Channel Base Filler, including Sub-base, 114” Wide, 3414” High.... 334 1 4.95 

jy ABF 2 Channel Base Filler, including Sub-base, 2” Wide, 3414” High...... 5 1 4.95 
ABF 21% Channel Base Filler, including Sub-base, 214” Wide, 3414” High.... 544 1 4.95 

ABF 9 Scribing Base Filler, including Sub-base, 9” Wide, 3414” High...... 9 2 5.02 

ACWA Corner: WalPAnale ssi Flight iis isrte a aru ene ae oia Gert mesare ining, 3 1 2.53 

ACWP CornemWalliPlatermc yi cnereccraky aid iter art CHO RUNta SUG ihe CML aMueaenae pw 3 1 #4513 i! 

ACBA 114x1%]| Corner Base Angle with Sub-base Filler Piece, 3444” High......... 54% 1 4.95 

CABINET ACCESSORIES 

12 X 101 16” Hardwood Slicing Boards. icuehen ere ih rupemens ous Lae Ie 3 1 a.30 
X 102 193" FlardwoodsSliGino BOand et aciee aire uae ieee Menem GeN La LN ea ae 4 1 3.54 

X 103 PlounsSifter or Suga, DISPENSE hak irs scene eels Slee pus Gel avons) Geseeals 5% 1 13.04 

X 104 Wireytility BaSkotyiean tracers. cit thane, ts tae Danaus Mey ave Jia. slate 1 1 .88 

1 3 X 105 Gondimentnacki aetna sl ue ea Mee ag cium 3 1 3.65 
X 106 TOY RACK Sarr dec ata OE atAMne Ss rg tc ec eee FS tM ots 33 4 15.42 

X 107 Sliding: Towel Bar, Double, GlasssRod, ) Farts an.s.ca e t pae aiane oh 5% 1 4.83 

7 
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12 


13 


16 
21-28 


Not Illus. 
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MODEL 
NUMBER 


X 108 
X 109 
X 110 
X 111 
X 112 


X 113 


X 114 
A115 


X 116 


X 117 
X 118 
X 119 
X 120 
X 121 
X 122 
X 123 
X 124 
Ait25 
X 126 
Mit 27 
X 128 
X 129 
X 130 
X 131 
X 132 
X 133 
X 134 
X 135 








DESCRIPTION 


CABINET ACCESSORIES (Cont’d.) 


Bread or Cake Box; for'15*, Drawer. or Shelf .34 i0.. oh fetes dhe oe 
Bread or Cake Box, for 18” Drawer or Shelf..................-0-. 
Cutlery Divider with Linoleum, for 15” Drawer................... 
Cutlery Divider with Linoleum, for 18” Drawer................... 


Flour, Sugar or Meal Boxes — Sold in pairs only, packed two to a 
CATON, 6 OR WARE SE ROA oh UD ae Rech CATER ge Per pair 


Fruit or Vegetable Baskets — Sold in pairs only, packed two to a 
CAO. ie Oar eRe EU RRL FAN eon RS ea Per pair 


Composition Shelf Covering (Specify size required)................ 


What-Not Shelves — Sold in pairs only, packed two to a carton 
Piet lle) eile fo ieee, Ae ual ERROR aan GUMS cl oni atee BEDE EARL lt Me OE Per pair 


Sink Moulding Strip for 1144” thick Counter Tops only, Packed in 
Pairs} right ANG UeTt ey rene dere lee avian ass hAreek DNL Eg Per pair 


Concealed Drawer, 15x4” Deep, with Two Slides and Two Guides... 
Concealed Drawer, 18x4” Deep, with Two Slides and Two Guides... 
Concealed Drawer, 21x4” Deep, with Two Slides and Two Guides... 
Concealed Drawer, 24x4” Deep, with Two Slides and Two Guides... 
Concealed Drawer, 15x9” Deep, with Two Slides and Two Guides... 
Concealed Drawer, 18x9” Deep, with Two Slides and Two Guides... 
Concealed Drawer, 21x9” Deep, with Two Slides and Two Guides... 
Concealed Drawer, 24x9” Deep, with Two Slides and Two Guides... 
Exposed Drawer, 15x12” Deep, with Two Slides and Two Guides... 
Exposed Drawer, 18x12” Deep, with Two Slides and Two Guides. . . 
Exposed Drawer, 21x12” Deep, with Two Slides and Two Guides... 
Exposed Drawer, 24x12” Deep, with Two Slides and Two Guides. . . 
15” Sliding Shelf with Two Slides and Two Guides................ 





Approx. 
Ship. Wt. 
Pounds 


18 


CuFt. 
Volume 


2 


Suggested 


List 
Price 


$ 6. 
6. 
ds 
ee 


46 
46 
92 
92 


10.00 


11% 


Price| on Applica|tion 


Ol et Pes OP 6 G02 005) CO NS NES Ns 


—_ 


22. 


4 
—_ 


COO 00 oe INN Ie Roe Os oO) 


00 


16 


.66 
.78 
AG 


55 


.82 


21 
70 


.36 
.35 
.85 
.85 
.05 
31 
.13 
.40 
uke 


12 


.45 
78 
.52 
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PAGE MODEL 
NUMBER 


13 MCT 15 


MCT 18 


MCT 21 





MCT 24 


MCTL 26 


16 VCT 12 


VCT 15 





VCT 18 


VCT 21 





VCT 24 


VCT 27 


VCT 30 


VCT 36 


VCT 42 


VCT 48 


VCTL 26 

















DESCRIPTION 


MAPLE COUNTER TOPS 


15x25” Maple Counter Top, 114” Thick, with 1” Thick, 4” High Back- 


26x26x25” “L’’ shaped Maple Counter Top for Corner, 114” Thick, 
Within nickwa a righ) Back-«splastiaemishidyn ica Gers otecitetse oye sah oe 


VINYL COUNTER TOPS (see note below) 


12x25” Vinyl Counter Top, 114” Thick, with 4” High Back-splash, 
Covedi Back#srainlessoteel iT Fine iii iie eli.) gre eta en A SoD 


15x25” Vinyl Counter Top, 144” Thick, with 4” High Back-splash, 
Coved Back vatainless ofeel iirimias erie are en dee ck aie ches 


18x25” Vinyl Counter Top, 144” Thick, with 4” High Back-splash, 
Coved Back Stainless Steel Trini ed. ab eae ee eek a ites cles 


21x25” Vinyl Counter Top, 144” Thick, with 4” High Back-splash, 
Covedi Back Stainless) steel rite ws comer tie checc neta Maybe 


24x25” Vinyl Counter Top, 1144” Thick, with 4” High Back-splash, 
Coved Back! Stainless: Steel Perimeter eee ata uote etait patra ae 


27x25” Vinyl Counter Top, 1144” Thick, with 4” High Back-splash, 
GovediBacky Stainless Steel il cima ae saponin se ey aust ai Rn Chettda 


30x25” Vinyl Counter Top, 144” Thick, with 4” High Back-splash, 
CovediBack: Stainiess: Steel Trims) sone a seyaecit auk cis Mintaia te raters 


36x25” Vinyl Counter Top, 144” Thick, with 4” High Back-splash, 
Goved' Back rotainless Steele Minin. ny ume mentite cr ecu turiba ete 


42x25” Vinyl Counter Top, 144” Thick, with 4” High Back-splash, 
Coved'Back, ‘Stainless Steet Trim... 6 0.05 iain cies Wale Se eae 


48x25” Vinyl Counter Top, 144” Thick, with 4” High Back-splash, 
Coved Back; Stainless Stoeh Trimcy wee seis ale ee ta NG 


26x26x25” “L’”’ shaped Vinyl Counter Top for Corner, 114” Thick, 
with 4” High Back-splash, Coved Back, Stainless Steel Trim..... 


Note — Vinyl Counter Tops available in Marbleized Black, Marble- 
ized Gray, Marbleized Red, Marbleized Yellow, and Marble- 
ized Blue. Specify Color desired when ordering. 











Approx. 
Ship. Wt. 
Pounds 


15 


18 


21 


24 


27 


16 


20 


22 


26 


27 


30 


34 


39 


47 


48 


33 




















Suggested 
Cu. Ft. List 
Volume Price 
1 $31 .30 
2 35.09 
2 38.51 
3 41.50 
3 ea on 
pp. 
1 ee sie 
1 17.46 
2 18.95 
2 19.70 
3 20.95 
3 21.95 
3 23.69 
4 29°93 
4 33.66 
5 37.07 
3 33.60 
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14 


19 


25-26 
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Model DESCRIPTION 
Number 


DISPOSER 


D1 American-Standard Disposer (87%” wide x 11” deep x 183%” high) 
with Sink Connection for 314” to 4” opening. For use on 115 Volt, 
60. Cycle cA.Coloniy csp wtaw een wl e ct. Ce euind tars, Rostamre eh war 


Disposer Kit 103—Sink Adapter Fitting to permit installation in non- 


KITCHEN VENTILATOR 


KV 1 Aeropel Kitchen Ventilator. For use on 50 or 60 Cycle, 110-120 Volt 
GUSTER: JN AURA anes ON eee nS UL man ati bul A Ley Cu 


KITCHENETTES 


66” Kitchenette with Gas Range—consisting of: 
1—20” 4-Burner Gas Range 
1—ASF 22” Sink Front 
1—24” wide, 4 cu. ft. Refrigerator, R.H. Hinge 
1—46”x25” Linoleum Covered Sink Top—6” Back Splash 
1—S 1302 18”x16” Porcelain Enamel Stee! Sink 
1—Chrome Faucet, less Spray 
1—Chrome Crumb Cup Strainer 
1—AWC 6630 One-piece Wall Cabinet......................... 


66” Kitchenette with Electric Range—consisting of: 
1—22” 4-Burner Electric Range 
1—ASF 20” Sink Front 
1—24” wide, 4 cu. ft. Refrigerator, R.H. Hinge 
1—44”x25” Linoleum Covered Sink Top—6” Back Splash 
1—S 1302 18”x16” Porcelain Enamel Steel Sink 
1—Chrome Faucet, less Spray 
1—Chrome Crumb Cup Strainer 
1—AWC 6630 One-piece Wall Cabinet......................... 


NOTE: Five (5) year warranty on Sealed Refrigeration Circuits. 
(Regular Corporation guarantee applies on balance of Kitchenette 
Unit.) 








10 








Approx. 
Ship. Wt. 
Pounds 


63 


24 


581 


556 


Cumigt. List 
Volume Price 





Suggested 





2 $133.23 


Disposer Kit 101—Reversing Switch) Manually Operated :: aun, \ cunt dens 4 Or ae elie 2.47 
Digposer' Kis 102-Flowninterlock 2.5 RA i ae abaotena Or © Ra AM Conia ca dean Me a 12.83 


Standard sinks, with drain openings over 4” and UD tO ey Ne ast stew acee octet eee ah La 5.00 





2 46.97 


NOTE: Aeropel available with Direct Current Motori raquireds 7.07)! oo: ky sc een ee Price on 


Application 





78 =| 670.40 


76 811.80 


If Kitchenettes required with Vinyl or Formica Work Surfacesia. Sueno.) eee ae Price on 


Application 


et 


) 


Page 


19 


18 


19 








Model 
Number 


P 6535 A 


P 6535 N 


P 6536 A 


P 6536 N 


P 6550 A 


P 6552 A 


P 6550 N 
P 6552 N 


P 6551 A 
P 6553 A 


P 6551 N 
P 6553 N 
P 6575 A 
P 6575 N 


P 6576 A 


P 6576 N 
P 6585 A 


P 6585 N 


P 6586 A 


P 6586 N 











with B 878 S Faucet, (2) B 989 Strainers, less Traps and Cabinet 
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DESCRIPTION 


ROYAL HOSTESS CAST IRON SINKS 
(With Faucet and Soap Dish) 


with B 876 ST “Spring-Flo”’ Faucet, B 989 Strainer, less Trap 
ARGC ADIN OLAL aes tee be ac oun ted memes eet Rd Wi TU 


with B 878 ST Faucet, B 989 Strainer, less Trap and Cabinet. 


with B 876 S “Spring-Flo” Faucet, B 989 Strainer, less Trap ( 


rehats Ma Cee altatatmchetee ds Uinepcls Wan TIA D un eaters cat Aeneas anMeaNe oats ary sap 
with B 878 S Faucet, B 989 Strainer, less Trap and Cabinet. . 





with B 876 ST ‘‘Spring-Flo’”’ Faucet, B 989 Strainer, less Trap 
UO CUS aLslewe ce a ALMA aire hen Seep atl ROAR ee nO Rael Pyare a 


with B 878 ST Faucet, B 989 Strainer, less Trap and Cabinet.. 


with B 876 S ‘‘Spring-Flo” Faucet, B 989 Strainer, less Trap 
Vila PAE TaYb bo gy tec 6 ANCES SAV a aU eas ee Oh eee 5 


with B 878 S Faucet, B 989 Strainer, less Trap and Cabinet.... 


with B 876 ST “Spring-Flo” Faucet, (2) B 989 Strainers, less 
FOC ll Cabin uasOw 1-8 fa 51 ae iells a. ook aan leat tin tal eee es aay 


with B 878 ST Faucet, (2) B 989 Strainers, less Traps and 
EIT Etre ait etree ren Ue he sight ie Re Sa Rieke ea eave 


with B 876 S “Spring-Flo” Faucet, (2) B 989 Strainers, less 
PE STAIR) MONE Ute R: cent oa oe dnl a gua eee Rime cg Git 508 Ta 


withB 878 S Faucet, (2) B 989 Strainers, less Traps and Cabinet 


with B 876 ST “Spring-Flo” Faucet, (2) B989 Strainers, less 
Ses aU ATACTRCREETET SON OMA Pha a8 Gt fa wip ophai ny = ote ie eis 


with B 878 ST Faucet, (2) B 989 Strainers, less Traps and 
SSAC DETAR) leek o's. a Fd allaiai Rincter, Sys ud Gera sree Brad © 


with B 876 S “Spring-Flo” Faucet, (2) B 989 Strainers, less 
IPCC a TRUM UNCNIGSRMUNE RE MN ict ca llc als tpi gh cielo n weed aie a 





lf desired with Faucet less Soap Dish, specify and deduct ae 
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Size 
Inches 


54x25 
60x25 


54x25 
60x25 


54x25 
60x25 


54x25 
60x25 


42x25 


42x25 


42x25 
42x25 





Approx. 


Pounds 


246 
271 


246 
271 





241 
266 


241 
266 
188 


188 


186 
186 


215 


Ship. Wt. 





SUGGESTED 


LIST PRICE 





Acid-Resisting 











Enamel 

Color White 
$116.43 $107.19 
121.24 111.46 
115.15 105.91 
119.97 110.19 
110.88 101.64 
115.69 105.91 
109.60 100.36 
114.42 104.64 
93. 47 86.48 
92.20 85.21 
87.92 80.93 
86.65 79.66 
109.18 101.04 
107.91 99.76 
103.63 95.48 
102.36 94.21 
130.06 119.86 
187.68 171.69 
128.79 118.59 
186.41 170.42 
124.51 114.31 
182.13 166.14 
123.24 113.04 
180.86 164.87 
.83 .83 

CK-1 


American-Standard 
KITCHEN PRODUCTS 











Page 


24 


22 


Model 
Number 


P 6835 A 


P 6835 N 


P 6836 A 


P 6836 N 


P 6850 A 


P 6852 A 


P 6850 N 
P 6852 N 


P 6851 A 
P 6853 A 


P 6851 N 
P 6853 N 


P6875 A 


P 6875 N 


P 6876 A 


P 6876 N 


P 7000 A 


P 7000 N 


P 7001 A 


P 7001 N 

















DESCRIPTION 





UTILITY HOSTESS CAST IRON SINKS 
(With Faucet and Soap Dish) 


with B 876 ST “Spring-Flo” Faucet, B 989 Strainer, less Trap 
and Cabinet) circ wGie aerate th ey ee akc CM ae er Ne 
with B 878 ST Faucet, B 989 Strainer, less Trap and Cabinet. . 


with B 876 S “Spring-Flo’”’ Faucet, B 989 Strainer, less Trap and 
Cabinet, i. aye eda, ote a nL OMi Hines Lely Amd (aR 


with B 878 S Faucet, B 989 Strainer, less Trap and Cabinet... 


with B 876 ST “Spring-Flo”’ Faucet, B 989 Strainer, less Trap 
and :Gablmet. ici Wiech Gans eeu ane alas Ware Ma RRB ROR 


with B 878 ST Faucet, B 989 Strainer, less Trap and Cabinet... 










with B 876 S “Spring-Flo” Faucet, B 989 Strainer, less Trap 
and Gabineby.. Roni a Wee Ca nate aU eg een aaa ves tea ae 


with B 878 S Faucet, B 989 Strainer, less Trap and Cabinet..... 


with B 876 ST “Spring-Flo” Faucet, (2) B 989 Strainers, less 
Traps:and Cabinet, iid. titan eet cee Neva e Tusk ea 


with B 878 ST Faucet, (2) B 989 Strainers, less Traps and 
Gabinete (6 igi SiMe ae aL AI) Ua i OR eA ET 


with B 876S “‘Spring-Flo” Faucet, (2) B 989 Strainers, less Traps 
and Cabinet ice. ineclich Pacis pi ee em RR eli ne IR aT Ea 


with B 878 S Faucet, (2) B 989 Strainers, less Traps and Cabinet 


If desired with Faucet less Soap Dish, specify and deduct.....].........]......... 


TRIWELL CAST IRON SINKS 
(With Faucet and Soap Dish) 


with Waste Receptor, B 996 T Drain Plug, Perforated Con- 
tainer, Stainless Steel Cover, B 876 ST “Spring-Flo” Faucet, 
(2) B 989 Strainers). less, Traps as, 8). Jivani) a 


with Waste Receptor, B 996 T Drain Plug, Perforated Con- 
tainer, Stainless Steel Cover, B 878 ST Faucet, (2) B 989 
Strainers, lesé.T raps. vi. 49 der aa oe een 


with Waste Receptor, B 996 T Drain Plug, Perforated Con- 
tainer, Stainless Steel Cover, B 876 S “Spring-Flo” Faucet, 
(2) .B'989 Strainers; fess) Traps, o))8. yuu Goon ee 


with Waste Receptor, B 996 T Drain Plug, Perforated Con- 
tainer, Stainless Steel Cover, B 878 S Faucet, (2) B 989 
Strainors, loga"T rape’ wh Maney ty ea ie RO Wn aca 





Size 
Inches 


54x22 
60x22 


54x22 
60x22 


54x22 
60x22 


54x22 
60x22 
42x22 
42x22 


42x22 
42x22 


42x22 


42x22 


42x22 
42x22 


36x21 


36x21 


36x21 


36x21 





Approx. 
Ship. Wt. 
Pounds 


220 
240 


220 
240 


218 
238 


218 
238 
180 
180 


178 
178 


199 


199 


197 
197 


175 


175 


170 


170 





SUGGESTED 
LIST PRICE 


Acid-Resisting 
Enamel 


Color White 


$111.88 | $103. 


116.43 107. 
110.61 101. 
115.15 105. 
106.33 S7b 
110.88 101. 
105.06 96. 
109.60 100. 
89.98 83. 
88.70 82. 
84.43 rh 
83.15 76. 
105.12 97. 
103.84 96. 
99.56 91 

98.29 90. 

.83 
124.96 17 
123.69 116. 
119.41 1b 
118.14 110. 
.83 


06 
19 


79 
91 


51 
64 


23 
36 
33 
06 


78 
51 


43 


16 


.88 


61 


.83 


61 


34 


06 


79 


.83 


nn RETINA ETO te 
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American-Standard 
KITCHEN PRODUCTS 
Approx. 


DESCRIPTION Size | Ship. Wt. SUGGESTED 
Inches | Pounds LIST PRICE 





Acid-Resisting 


E el 
CUSTOM-LINE CAST IRON SINKS salt 


(With Faucet and Soap Dish) Color White 


with B 876 ST “Spring-Flo” Faucet, B 989 Strainer, less Trap.| 54x21 204 $104.07 | $96.08 





with B 878 ST Faucet, B 989 Strainer, less Trap.............. 54x21 204 102.79 94.81 

with B 876 S “Spring-Flo’”’ Faucet, B 989 Strainer, less Trap...| 54x21 202 98.51 90.53 

with B 878 Ss Faucet, B 989 Strainer, less Trap............... 54x21 202 97.24 89.26 

he B 876 ST “‘Spring-Fio” Faucet, B 989 Strainer, less Trap..| 42x21 164 83.69 tat 

ee B 878 ST Faucet, B 989 Strainer, less Trap.............. 42x21 164 82.42 76.43 

yo B 876 S “‘Spring-Flo” Faucet, B 989 Strainer, less Trap... 42x21 162 78.14 72.16 

a B 878 S Faucet, B 989 Strainer, less Trap............... 42x21 162 76.87 70.88 

P7010 A with B 876 ST “‘Spring-Flo”’ Faucet, B 989 Strainer, less Trap. 24x21 88 60.58 56.93 
30x21 102 66.88 62.56 

P 7010 N with B 878 ST Faucet, B 989 Strainer, less Trap............. 24x21 88 59.30 55.66 

a 30x21 102 65.60 | 61.28 
| P7011A with B 876 S “Spring-Flo” Faucet, B 989 Strainer, less Trap.. {| 24x21 86 55.03 51.38 
30x21 100 61.33 57.01 
| P7011 N with B 878 S Faucet, B 989 Strainer, less Trap.............. 24x21 86 53.75 50.11 
a 30x21 100 60.05 55.73 

eal P 7015A with B 876 ST “Spring-Flo” Faucet, (2) B 989 Strainers, less 32x21 119 89.27 83.11 

: WIG TES iad OCIS GUD Rae a TROIS Os PSE EDIE cy! 42x21 145 104.91 97.28 

P 7015 N with B 878 ST Faucet, (2) B 989 Strainers, less Traps........ 32x21 119 88.00 81.83 
42x21 145 103.63 96.01 

a P 7016 A with B 876 S “Spring-Flo” Faucet, (2) B 989 Strainers, less J] 32x21 117 83.72 77.56 
as Bae POR. CAN hae vee etl ASS a a aeRO ES Reg 42x21 143 99.35 91.73 
| P7016 N with B 878 S Faucet, (2) B 989 Strainers, less Traps......... 32x21 117 82.45 76.28 
aa 42x21 143 98.08 90.46 
If desired with Faucet less Soap Dish, specify and deduct....}.........]..-....+- 83 .83 


Lax CK-1 





AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 
PITTSBURGH 30, PA. 
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American - Standard 


AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 


GENERAL SALES P. O. BOX 1226 
DEPARTMENT June Z, 1952 PITTSBURGH 30, PA. 


TO THE PLUMBING RETAILER: 


We are pleased to announce that, effective immediately, top quality American- 
Standard kitchen cabinets--one of the most complete lines in America--are available 
to you through your American-Standard Wholesale Distributor. 


We are enclosing the American-Standard Kitchen Products Catalogue KP 52 
covering our line of Kitchen Products and a copy of American-Standard Kitchen Products 
Price Book Gn=1, dated June 2; 1952. 


Suggested Retailers' Discounts applying to the printed prices contained in Price 
Book CK-1 are as follows: 


Base, Wall, Utility and Undersink Cabinets, Sink 
Fronts, Cabinet Fillers and Accessories, End 
Panels, Counter Tops, Kitchenettes and Steel 


Sila Boa ee 2G en A COM Fay A 
[GH fas Gove b ah Dre eed Noel Se has che Oe CS eee ee ges | epee) a 33-1/3% 
Shivitihhe aie. 255 5 27a 5 eee Oe Oe ee ee ZY 


We are listing below Retailers' net prices applying to the American-Standard 
Disposer, Disposer Kits and Kitchen Ventilator. 


7 he, 


-~ 


- 


Price 

Item Net Each 
D-1 Disposer - quantities I to 4 $88. 36 
quantities 5 or more 84.28 
KIT-101 Disposer Kit 1. 64 
KIT-102 Disposer Kit Bub 1 
KIT-103 Disposer Kit ay, oY 
KV-1 Aeropel Kitchen Ventilator oN LOW be 


You will find these prices competitive, unbelievably competitive for a kitchen 


line with so many outstanding features. Product is available now and your Distributor 


is prepared to handle your immediate orders and also render kitchen planning and 


merchandising assistance. 


ARSS-2331 
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The American-Standard Disposer, Disposer Kits and Kitchen Ventilator 
illustrated in Catalogue KP 52 will be available August 1. However, these products 
should be ordered now to assure priority of delivery. 


To help you realize the full profit potentialities in this rapidly expanding 
business, kitchen specialists are available through the American-Standard Sales 
Offices to serve you and consumer literature and sales aids such as display back- 
grounds are being prepared for you. You will also be supplied with hard hitting ad 
mats for local use and the American-Standard liberal cooperative advertising plan 
is available. 


Now is the time for you to identify yourself with a kitchen program which will 
include everything that must be installed ina kitchen--plus training for your salesmen, 
sales and promotion aids that obtain prospects, planning tools that make customers, 
and a service program that will keep your customers happy! 


Now is the time to identify yourself as the headquarters for American-Standard 


Kitchens in your community. Get started today with our fine line of American-Standard 
kitchen products--and join us in our march to another ''FIRST" in industry. 


American Radiator & Standard Sanitary Corporation 
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Color in the Kitchen 


American-Standard sinks in color add style to the kitchen. 


American-Standard enameled cast iron sinks are available 
in five popular colors in addition to white—Ivoire de 
Medici, Corallin, Clair de Lune Blue, Ming Green and 


Persian Brown. 


These colors are true and permanent. They will not fade 
or dull from wear, age or repeated cleaning. Their spar- 
kling beauty lasts and lasts. 


American-Standard sinks in color offer great possibilities 
in kitchen decoration. They come in colors which owners 
won't grow tired of. And they harmonize with a wide 
_ variety of other shades and colors, giving complete freedom 
in planning or changing kitchen color schemes. 


For kitchen sinks of quality construction, smart styling and 
colorful beauty—look to American-Standard. 


| American- Standard 





ATLANTA—717-101 Marietta St., N. W., Atlanta 3, Ga. 
BALTIMORE—2315 St. Paul St., Baltimore 18, Md. 
BOSTON—515 Park Square Bldg., Boston 16, Mass. 
BUFFALO— 1807 Elmwood Ave., Buffalo 7, N. Y. 
CHICAGO— 816 S. Michigan Ave., Chicago 5, Ill. 
CINCINNATI—704 Race St., Cincinnati 2, Ohio 
CLEVELAND—850 Hanna Bldg., Euclid Ave. & E. 14th St., Cleveland 15, O. 
DALLAS—512 Cotton Exchange Bldg., Dallas 1, Texas 
DENVER—720 U. S. National Bank Bldg., 817— 17th St., Denver, Colo. 
DETROIT—Suite 1426, Maccabees Bldg., Detroit 2, Mich. 
JACKSONVILLE— 203 Hildebrandt Bldg., 306 W. Adams St., Jacksonville, Fla. 
KANSAS CITY—Suite 503, National Fidelity Life Bldg., Kansas City 6, Mo. 
LONG ISLAND—Chamber of Commerce Bldg., 39-01 Main St., 
Flushing 54, L.I., N. Y. 
LOS ANGELES—Suite 672, Occidental Life Bldg., Los Angeles 15, Calif. 
MILWAUKEE—Suite 1011, Majestic Bldg., Milwaukee 3, Wis. 
MINNEAPOLIS—410 Essex Bldg., Minneapolis, Minn. 
NEWARK-—Suite 206, Industrial Office Bldg., Newark 2, N. J. 
NEW ORLEANS—451 The Lee Circle Bldg., 1040 St. Charles Ave., 
New Orleans 13, La. 
NEW YORK—50 W. 40th St., New York 18, N. Y. 
OMAHA-—525 Sunderland Bldg., 403 S. 15th St., Omaha, Neb. 
PHILADELPHIA —Broad St. Station Bldg., Philadelphia 3, Pa. 
PITTSBURGH—501 Bessemer Bldg., Pittsburgh 22, Pa. 
RICHMOND—718 Central National Bank Bldg., Richmond 19, Va. 
ST. LOUIS—905 Continental Bldg., St. Louis 8, Mo. 
SALT LAKE CITY—1108 First Security Bank Bldg., 79 S. Main St., 
Salt Lake City 1, Utah 
SAN FRANCISCO— Suite 708, Sharon Bldg., San Francisco 5, Calif. 
SEATTLE—816 New World Life Bldg., Seattle 4, Wash. 
SILVER SPRING—Eig Bldg., 8641 Colesville Rd., Silver Spring, Md. 


AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 
PITTSBURGH 30, PENNSYLVANIA 





